25X1 
Approved For Release 2004/10/28 : CIA-RDP86T00608R000600050023-7 


Approved For Release 2004/10/28 : CIA-RDP86T00608R000600050023-7 


CT ee it Ete Fh ee 


Tie 


a > mee eer a: 
Spi tease BK oe Poteet tT citar ae AAce wre Et 


2 sent See et 


~~ — a 7 = or - SP Te UT aT a 
X a 2 silks ust inn 


"Approved For Release 2004/10/28 : CIA-RDP86T00608R0006 poos002g7 i ) ie ~  25X1 
ae ey ‘a C ¢ 


CIA| cee S- ps1 a¥-TS7 


25X1 


18! dedeaee n/5 


MEMORANDUM FOR: Mr. John Boidock 
Bureau of East-West Trade 
Office of Export Administration 


Department of Commerce 
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is estimated, on ™Wasis of very limited 
infor “mation, that China is probably now producing electronic 
oscilloscopes at the rate of roughly 20-25,000 units a year. 
Virtually all of this output of BSeilioscdpes appears to 
be allocated for internal industrial, laboratory, and 
military use inasmuch as available trade statistics indicate 
that China exports fewer than 500 oscilloscopes annually. 
China has imported 200-300 oscilloscopes a year from the 
West since the mid-1960s. 


25X11 


or slightly less 
than that of the Soviet Union and "the more technically 
sophisticated countries of Eastern Europe. There appears 
to. be adequate diversity in the types of general purpose 
oscilloscopes produced in China, while a few, such as the 


- Model SBM-11 and the SBM-14, contain specifications which 


are fairly close to meeting the Free World state-of-the-art. 
There is no way of determining whether these scopes do in 
fact meet these specifications. 


3. Sampling oscilloscopes have been exhibited at 
trade fairs in China since 1970. Most of these oscillo- 
scopes have bandwidths ranging from DC to 1000, 2000, 
5000, and 8000 megahertz (MHz). All of the sampling “ 
oscilloscopes observed to date appcar to fall within the 7: 
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Chinese SQ model series. The Model SQ-2, for example, is 
a sampling oscilloscope with a bandwidth of DC to 5000 25X14 
Miz. Tt is equipped with plug-in and digital display units. 


g true Capability oF 
sampling oscilloscope is hest demonstrated by its operating 
performance because of its extreme sensitivity to changes 
in internal component values. ‘ 
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